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CONTRACT APPROVAL NO. 1h 
Contract No. SR-1918 


Confirming verbal approvel previously cranted,you are auth- 


orized to conduct a feasibility and protetype installation of the 


DK 


AdreO-Kar VHF Transmitter, 


The budget estimate for this task is 


25X1 [| Surplus material not delivered as a result of this task 


will be salvaged. 
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